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-9109200126 Safety evaluation supporting amend 154 to license DPR-16.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 3pp.
59157:280-59157:282.

9109250068   Informs   of   change   to   Category   B   integrated   schedule   project
listing.Observation  26.BA 402AGA,reactor overfill  protective sys mods presently
scheduled for 14R refueling outage is being rescheduled to 15R.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/09/18. Document
Control Branch (Document Control Desk). 2pp. 59200:341-59200:342.

9109260109 Forwards environ assessment & finding of no significant impact re licensee
910628 request for exemption from 10CFR50.62(c)(3) technical requirements.
DROMERICK.A.W. Project Directorate I-4. 91/09/18. BARTON,J.J. General Public
Utilities Corp. - GPU Service Corp. 2pp. 59209:209-59209:213.

-9109260126 Environ assessment & finding of no significant impact re licensee 910628
request for exemption from 10CFR50.62(C)(3) technical requirements.ConcIudes that
proposed action will not have significant effect on quality of human environ.
STOLZJ.F. Project Directorate I-4. 91/09/18. 3pp. 59209:211-59209:213.

9109300196 Forwards notice of consideration of issuance of amend to license & oppor-
tunity for hearing.Notice re 910829 application for amend to revise IS 4.2.A & 4.2.C.1.
DROMERICK.A.W. Project Directorate I-4. 91/09/18. BARTON.JJ. General Public
Utilities Corp. - GPU Service Corp. 2pp. 59243:283-59243:289.

-9109300201 Notice of consideration of issuance of amend to license DPR-16 & oppor-
tunity for hearing.Proposed amend would revise TS 4.2.A & 4.2.C.1.
STOLZJ.F. Project Directorate I-4. 91/09/18. 5pp. 59243:285-59243:289.

9109240339 Summary of ACRS 371st meeting on 910307-09 in Bethesda.MD re train-
ing & qualification of civilian nuclear power plant personnel,reactor operating experi-
ence & events & FTOL for Oyster Creek Nuclear Plant.

*  ACRS - Advisory Committee on Reactor Safeguards. 91/09/20. ACRS - Advisory
Committee on Reactor Safeguards. 50pp. 59195:305-59195:354.

-9109240303 Insp rept 50-219/91-20 on 910708-17.Violations noted.Major areas
inspected:radiological controls program.status of previously identified items.staffing &
organization,facility tours & external exposure controls.

O'CONNELUP., PASCIAK.W. Region 1 (Post 820201). 91/09/10. 11pp. 59184:178-
59184:188.

9109200104 Forwards amend 154 to license DPR-16 & safety evaluation. Amend adds
TS 4.3.I which requires inservice insp program for piping to be performed,per generic
Itr 88-01.

DROMERICK.A.W. Project Directorate I-4. 91/09/12. BARTON,J.J. General Public
Utilities Corp. - GPU Service Corp. 3pp. 59157:273-59157:282.

-9109200109 Amend 154 to license DPR-16,adding TS 4.3.I which requires inservice
insp program for piping to be performed,per Generic Ltr 88-01.
STOLZ.J.F. Project Directorate I-4. 91/09/12. 4pp. 59157:276-59157:279.

-9109200126 Safety evaluation supporting amend 154 to license DPR-16.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 3pp.
59157:280-59157:282.

9109240072 Notification of significant licensee meeting 91-114 w/util on 910930 to dis-
cuss entrance into high radiation areas as documented in insp rept 50-219/91-20.
RULAND.W.H. Region 1  (Post 820201). 91/09/13. Region 1  (Post 820201). 2pp.
59173:202-59173:203.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109250255 Ack receipt of 880919 Itr in response to Bulletin 88-008. Informs that Staff
finds response consistent w/mod or monitoring alternatives stated in bulletin.
DROMERICK.A.W. Project Directorate I-4. 91/09/18. BARTON,J.J. General Public
Utilities Corp. - GPU Service Corp. 6pp. 59202:016-59202:021.

Q. Inspection reports, IE Bulletins & correspondence)

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109030259 Forwards Safety Insp Rept 50-219/91-22 on 910623-0727. Seven open
items.two unresolved items & one noncited violation noted.

WENZINGER.E.C. Region 1 (Post 820201). 91/08/23. BARTONJJ. General Public
Utilities Corp. - GPU Service Corp. 2pp. 58953:105-58953:127.

-9109030263 Insp Rept 50-219/91-22 on 910623-0727.Noncited violation noted re
startup following 13 refueling outage.Major areas inspected:plant operations,radiation
protection.emergency preparedness.security & maint/surveillance.
RULAND.W.H. Region 1 (Post 820201). 91/08/23. 21pp. 58953:107-58953:127.

9109170068 Ack receipt of 910722 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-219/91-16.

JOYNERJ.H. Region 1 (Post 820201). 91/08/28. BARTON.JJ. General Public Utili-
ties Corp. - GPU Service Corp. 2pp. 59109:200-59109:205.

9109060186 Responds to NRC Itr re violations noted in insp rept 50-219/91-1 B.Correc-
tive actions-Procedure change reviewed by GPUN & determined to be technically sat-
isfactory.

BARTON.JJ. General Public Utilities Corp. - GPU Service Corp. 91/08/30. Document
Control Branch (Document Control Desk). 4pp. 59034:009-59034:012.

9109200001 "Inservice Insp Data Repts," describing exams performed in conjunction
w/inservice insp program during Cycle 13 refueling outage,

BARTONJJ. General Public Utilities Corp, - GPU Service Corp. 91/09/05. Document
Control Branch (Document Control Desk). 350pp. 59169:001-59169:235.

9109240131 Ack receipt of 910820 Itr in response to NRC 910719 Itr informing NRC of
steps taken to correct violations re licensed operator medical exams.
BETTENHAUSEN.L Region 1 (Post 820201). 91/09/06. BARTON.JJ. General Public
Utilities Corp. - GPU Service Corp. 2pp. 59182:299-59182:303.

9109230003 Forwards safety insp rept 50-219/91-26 on 910826-30.No violations noted.
JOYNERJ.H. Region 1 (Post 820201). 91/09/10. BARTON.JJ. General Public Utili-
ties Corp. - GPU Service Corp. 3pp. 59156:011-59156:020.

-9109230004 Insp rept 50-219/91-26 on 910826-30.No violations noted. Major areas
inspected:radiological controls program.audits & appraisals.control room
habitability.operatlon of area radiation monitors & operation of count room instru-
ments.

O'CONNELL,P., PASCIAK.W. Region 1  (Post 820201). 91/09/10. 7pp. 59156:014-
59156:020.

9109240294 Forwards safety insp rept 50-219/91-20 on 910708-17 & notice of viola-
tion.

KNAPP.M.R. Region 1 (Post 820201). 91/09/11. BARTON.JJ. General Public Utilities
Corp. - GPU Service Corp. 5pp. 59184:172-59184:188.

-9109240298 Notice of violation from insp on 910708-17.Violation noted: failure to
identify.on shipping papers.that shipment OC-1081-91 was hazardous substance (as-
bestos).
* Region 1 (Post 820201). 91/09/11. 1p. 59184:177-59184:177.

R. Periodic operating reports & related correspondence

9109100395 "Oyster Creek Nuclear Generating Station Semiannual Effluent Release
RepUan-June 1991.W/910830 Itr.

BARTONJJ. General Public Utilities Corp. - GPU Service Corp. 91/06/30. 37pp.
59087:224-59087:260.

9109250149 Monthly operating rept for Aug 1991 for Oyster Creek Nuclear Generating
Station.W/910913ltr.

BRADLEY.E., BARTONJJ. General Public Utilities Corp. - GPU Service Corp. 91/08/
31. 7pp. 59194:119-59194:126.

S, Reportabie occurrences, LERs & related correspondence

9109040326 LER 91-004-00:on 910803,trouble alarm received for fire zone on 51-ft ele-
vation of reactor bldg & hourly instead of continuous fire watch set.Caused by person-
nel error & inadequate guidance.Guidance established.W/910827 Itr.
GODKNECHT.M., BARTONJJ. General Public Utilities Corp. - GPU Service Corp. 91 /
08/27. 5pp. 58981:212-58981:216.

V. Operator Examinations

9109040058 Informs of SRO licensing exam scheduled for 911104-08 & forwards ref
matt requirements,requirements for administration of exam & NRC rules & guidelines
for administration.

CONTE.R.J. Region 1 (Post 820201). 91/08/26. BARTON.JJ. General Public Utilities
Corp. - GPU Service Corp. 11pp. 58935:207-58935:217.

9109240131 Ack receipt of 910820 Itr in response to NRC 910719 Itr informing NRC of
steps taken to correct violations re licensed operator medical exams.
BETTENHAUSEN,L Region 1 (Post 820201). 91/09/06. BARTON.JJ. General Public
Utilities Corp. - GPU Service Corp. 2pp. 59182:299-59182:303.

9109270047 Extends invitation to power reactor operator license examiners/training
manager meeting on 911106-07 in King of Prussia.PA.Preliminary meeting agenda
also encl.

HODGES.M.W. Region 1 (Post 820201). 91/09/19. BARTONJJ. General Public Utili-
ties Corp. - GPU Service Corp. 4pp. 59216:220-59216:223.

DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9109040011 Forwards safety insp rept 50-220/91-12 & 50-410/91-12 on 910623-
0727.NO violations noted.

HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/26. SYLVIA.B.R. Niagara Mohawk
Power Corp. 3pp. 58935:003-58935:029.

-9109040014 Insp repts 50-220/91-12 & 50-410/91-12 on 910623-0727.No violations
noted.Major areas inspected:reactive insp of plant operations.radiological
controls.maint.surveillance, security.engineering & tech support & safety assessment.
SUMMERS.RJ. Region 1 (Post 820201). 91/08/23. 24pp. 58935:006-58935:029.

9109170051 Forwards insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.NO viola-
tions noted.

JOYNERJ.H.  Region  1   (Post 820201).  91/09/06. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 4pp. 59109:086-59109:096.

-9109170057 Insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No violations
noted.Major areas inspected:mgt support & program plans, protected area physical
barriers.detection & assessment aids & security training.

DEXTER.T.W.,  KING.E.B.,  KEIM!G,R.R. Region  1   (Post 820201). 91/09/05. 7pp.
59109:090-59109:096.. 3pp. 59157:273-59157:282.
